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TRSE-00 ERDA-05 CIAE-00 COME-OO ACDA-12 /044 R 

DRAFTED BY EB/ITP/EWT - LROSS:JAS 
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DEFENSE/OSD DSCHROEDER (SUBS) 

RPE 
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TO AMEMBASSY PARIS PRIORITY 

CONFIDENTIAL STATE 27261 1 

USOECD, EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UK, UR 

SUBJECT: UK VIBRATION TESTING SYSTEM TO USSR - IL 1362/ 

1565 

REF: COCOM DOC (77) 597 

CONTINUE RESERVE. CASE STILL BEING REVIEWED. WE ARE 
HAVING PROBLEMS WITH IT BECAUSE OF THE IMPORTANCE OF 
THIS EQUIPMENT TO MILITARY PROGRAMS. VANCE 


CONFIDENTIAL 
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